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Message Text 


CONFIDENTIAL 

PAGE 01 BEIRUT 01577 041031Z 

43 

ACTION SY-04 

INEO OCT-01 ISO-00 /005 W 

018019 

R 040854Z EEB 75 
EM AMEMBASSY BEIRUT 
TO AMEMBASSY ATHENS 
AMEMBASSY AMMAN 
AMEMBASSY TEL AVIV 
SECSTATE WASHDC 2683 

CONEIDENTIAL BEIRUT 1577 

ATHENS EOR TSO WOLE, TEL AVIV EOR TSO PETERSON, 

AMMAN EOR RSO 

E.O. 11652: ADS DECON 31 JULY 1975 
TAGS: ASEC 

SUBJECT: ALARM REPAIR 

REF: STATE 024545 

1 . DURING REETEL TDY, REQUEST WOLF TROUBLE-SHOOT OMNISPECTRA 
PERIMETER ALARM IE RECENT MEASURES UNDERTAKEN BY POST HAVE NOT 
CLEARED PROBLEM. 

2. FOR AMMAN: ADVISE ANY OTHER OUTSTANDING TECHNICAL SECURITY 
WORK. 

GODLEY 


CONEIDENTIAL 
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